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1. 'The entire landing field of the STRALSUHD-PAROVSf (H 55/ 

P 44) landing field was plowed and no longer service- 
able. The hangars were destroyed. Two barracks buildings 
were occupied by German civilians. 
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2. The seaplane base was not serviceable. The concrete 

landing ramp* the walls of the harbor basin and the pier 
with the crane had been demolished. 
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Comment: The condition of the PAROW airfield has 
hanged. Ho indications of intended reconstruction 


work were observed. 
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